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The Volkseigene Werft in Rostock was obliged to discharge approximitely 2,700 
uerkers in. Avril 1951. The reason given for the layoffs was the shortage of 
material. Officials of tae shipyards vere instructed to reply te any possible 
eompinints that the layoffs vere only temporary and would be in effect oniy 
mptil the Eisenhuetten-Kombinat-Ost was completed and ready to qerate,. 


ie} 


Elektroschaltgeracte (VIB TEA), formerly Cruse & So,, Frans lehmannstrasse >; 
Dresden, is building switching uaits (Schaltegerergate }. apparently fer switching 
‘to bettery power (Sehalt-Akkubetrieb) in submarines. The procuetion totais 400 
units per month. The production is forwaraed to Rostock under the cover name 
"Loerar ban Rostock? . 


Scha2 itapparatebau Pirna-Copitz (VVWB IKA), formerly administered by VV5 
Blektrisitaet Land Sachsen, is building switechboards ard resisters for sub- 
mrines and rapid motor boats (Schnellboote), The monthly procaction totais 
SC to 7O vnits. 


Sseigenverk Dresdenledersedlitz (SAG Kabel) is building units woich are 
ostensibly destined for export but which, in the opinion of experts. are suit 
able for antisirereft gim revolving turrets anda ships guns. 


The Yeiss-Ikon plent, Junghansstrasse, Dresden, is ballding camera parte for 
target devices: these, however, are not completed in the plant proper, The 
parts ore shipped to Berlin. The shortage of m-teriale In this plant recently 


brought, about the dismissal of 400 workers. 


On 2 Arril 1952, Stanzila (VVB Mewa), formerly Josef Schmelzscer Erben, Dresdaa 
veceived an order for more than 50,000 brass coupling locks (Koppel.schloesser } 
for the Seviet Army. On 7 Avril. the plant received an order for a further 
4C,000 coupling locks. During the pest three years, the plant hes momiuectured 
the folloving munber of coupling locks: 


For the Soviet Armr 1,000,000 
For the FS 350,000 
the Volkspolizel 450,000 


Approved For Release 2001/04/19 : CIA-RDP82-00457R008300180007-8 


